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UNCLASSIFIED 

PAGE 01 KUALA 02089 130838Z 
ACTION COME-OO 

INFO OCT-01 EA-12 ISO-OO EB-08 /021 W 

087607 131221Z/17 

R 130819Z MAR 78 
FM AMEMBASSY KUALA LUMPUR 
TO SECSTATE WASHDC 2886 

UNCLAS KUALA LUMPUR 2089 


Message Text 


E.O.l 1652: N/A 
TAGS: BEXP, MY 

SUBJECT: NATIONAL ELECTRICITY BOARD (NEB) PORT KLANG THERMAL 
POWER STATION 2 X 300 MW UNITS INITIAL CONSULTING AND 
ENGINEERING SERVICES 


REF: KUALA LUMPUR 1334 


NEB HAS REDUCED THE TEN FIRMS ORIGINALLY SHORTLISTED 
FOR THE PROJECT TO THREE FIRMS: ELECTRO-WATT OF 
SWITZERLAND, LAHMEYER INTERNATIONAL OF GERMANY, 
EUBANK AND PARTNERS OF U.K. NEB EXPECTS FINAL 
DECISION ON THE SELECTION OF CONSULTANT TO BE MADE 
BY THE END OF THIS MONTH. 

MILLER 
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Copy: SINGLE 
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Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978KUALA02089 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7801 1 1 -0424 
Format: TEL 
From: KUALA LUMPUR 
Handling Restrictions: n/a 
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ISecure: 1 

Legacy Key: Iink1978/newtext/t19780376/aaaacmmp.tel 

Line Count: 37 
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Litigation Codes: 
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Locator: TEXT ON-LINE, ON MICROFILM 
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Original Classification: UNCLASSIFIED 
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Original Previous Handling Restrictions: n/a 

Page Count: 1 
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Previous Classification: n/a 
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Retention: 0 

Review Action: RELEASED, APPROVED 
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Review Exemptions: n/a 
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Review Release Date: n/a 
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Review Withdrawn Fields: n/a 
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Subject: NATIONAL ELECTRICITY BOARD (NEB) PORT KLANG THERMAL POWER STATION 2 X 300 MW UNITS INITIAL CONSULTING AND 

ENGINEERING SERVICES 

TAGS: BEXP, MY 

To: STATE 

Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/035174c8-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 201 4 

Markings: Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



